ROSS MOTEL 

Owned and Operated by 
MR. & MRS L. R. ROSS 

8 Units fully modern, all new panel heat. Air- 
conditioned- beautyrest beds, located on U. S. 
City Route "66" South of III. State Fair grounds. 
2127 PEORIA ROAD - SPRINGFIELD, ILL. 
Phone: LA 2-6942 
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